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Sputnik 1 


Launched October 4, 1957 
Baikonur Cosmodrome, USSR 
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Print 100% = 58 mm ball 


Scale 1:10 


1 cm 


Print on thin A4 cardboard. This model is for private use only - not for commercial sales. 
Any unauthorized reproduction of any parts of this paper model is prohibited 
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